Audie socket wiring 


Tectalk, Sporty Space and 
Tectalk-Freestyle 


2.5 mm Stereo 


Ground Earphone Mic 
(common) 
Note: 


For VOX operation, ary electret mic without parallel resistor may be used. For PTT operation, 
mic capsule needs parallel resistor 2.2 k Ohm and PTT switch in series in the mic cable. 


